Cryosurgery is a therapy that utilizes outrageous 
virus created by fluid nitrogen or argon gas to 
obliterate disease cells and strange tissue. 

is a neighborhood 
treatment, that implies that it is coordinated 
toward a particular piece of your body. 


CRYOSURGERY IN DUBAI 


CRYOSURGERY IN DUBAI 


° Cryosurgery, also known as cryotherapy, is a medical procedure that 
involves the use of extreme cold to destroy or remove abnormal 
tissues. This technique is commonly employed in dermatology to 

treat various skin conditions, including warts, skin tags, and certain 
types of skin cancer. In Dubai, cryosurgery is available as a medical 
option for individuals seeking non-invasive treatments for specific 
dermatological issues. 


° The process typically involves the application of liquid nitrogen or 
another cryogenic substance to the targeted area. This extreme cold 
freezes the abnormal tissue, leading to its destruction. Cryosurgery 
is often preferred for its minimal scarring and relatively quick 
recovery compared to traditional surgical methods. 
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° In Dubai, dermatologists and skin care clinics offer cryosurgery 
services as part of their range of treatments. Patients considering 
cryosurgery should consult with a qualified dermatologist to 
determine whether this procedure is suitable for their specific 
condition. The dermatologist will assess the nature of the skin 
problem, discuss potential risks and benefits, and provide 
guidance on post-treatment care. 


° As with any medical procedure, it's essential to choose a 
reputable and experienced healthcare provider when seeking 
cryosurgery in Dubai. Additionally, patients should follow the 
post-treatment instructions provided by their dermatologist to 
ensure a smooth recovery and optimal results. 


CONTACT US 


> ADDRESS: Office 101. Pinnacle Building, Sheikh Zayed Road, Al Barsha 
First, Dubai, UAE. 


e PHONE: 4971 43888504 


* WEBSITE: Cryosurgery in Dubai 
- EMAIL: info@dynamiclinic.com 


